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EAGLE MANUFACTURER'S 
PARTNUMBER | DESCRIPTION MANUFACTURER ANUFACTURER'S | RATED CAPACITY 


E4599-1 BATTERY CONCORDE BATTERY RG-121-1 2.0 AH 


MS27466T15B5S 
RECEPTACLE 


NEW ISSUE 


DESCRIPTION 


NOTES: i 
1) MATERIAL: NIA [CHECKED | | BRAWNGNO. 
2} FINISH: NA [wFG. APPR. | gaff’ | E4599 


E rn 


DESIGN fe EAGLE COPTERS LTD A 
DRAWN a CALGARY, ALBERTA, CANADA 


REV.A 
SHEET 1 OF 1 


3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 

5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 

6) IDENTIFICATION: IDENTIFY PER QSI 044 6.1 

7) WEIGHT: 6.4 Ibs 
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